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Lesson Topic 5-1-2

LIST OF STUDY RESOURCES
LESSON TOPIC 5-1-2

EXTRACTING INFORMATION FROM MAINTENANCE INSTRUCTION MANUALS

To learn the material in this lesson topic, you may choose,
according to your experience and preferences, any or all of the

following written lesson topic presentations.

WRITTEN LESSON TOPIC PRESENTATIONS IN MODULE BOOKLET:

1.   Lesson topic summary.

2.   Programmed instruction form of lesson topic.

3.   Narrative form of lesson topic.

4.   Lesson topic progress check.

ADDITIONAL MATERIALS REQUIRED FOR SUCCESSFUL COMPLETION OF
LESSON TOPIC:

1.   Maintenance Instruction Manual, Airborne Search Radar
Trainer 15A21, Illustrated Parts Breakdown, Airborne Search
Radar Trainer, 15A21.

2.   Student Response Sheets.

a.  Job data sheets.

b.  Answer sheet for use with test.

c.  Programmed instruction response sheets.

ENRICHMENT MATERIALS {topic reference):

Aviation Electronics Technician 3 & 2, NAVPERS 10317-D, CH. 4.

All the resources listed above are available and may be used as
you see fit.  Your learning supervisor represents a most valuable
learning resource.  Use him when you need help.  It is not
necessary to use all the resources to achieve the learning objec-
tives for the lesson topic.  The lesson topic progress check is
your means of determining when you have achieved the objectives.
The progress check may be taken at any time and is graded by
you.  If you fail to achieve any objective at the lesson topic
level, you will plan and accomplish your own remediation.  If
you need help in remediation planning, consult your learning
supervisor.of Study Resources".  Keep in mind that your learning supervisor
